

RG104 E-1 Box 188 


7 . {I,i, 





X^ y c7 ''£> V^ v^XccjfN 

O^-tLjL^ .^<2_X-C-<_^ t-<_ 4^<_ £: < 



Cy^ /Cc'<-—/) 


I 


NARA RG104, Entry 1, Box 188 


The Piedmont Bank of Morganton, N.C. 

November 10, 1894 

Director of the Mint 
Philadelphia, Pa. 

Dear Sir 

Enclosed find N.Y. Draft for $50 - for which please send us Columbian Souvenir half 
dollars & oblige. 

Very Truly 
S.T. Pearson, 

Cashier 



